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Integration and test, OSI Express 


card 72,75/Feb. 
Intensity noise, laser 89/Feb. 
Interclient communication conventions 

(ICCC) 23/June 
Interferometer, fiber optic ............ 92/Feb. 
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MAC (media access control) ........ 45/Feb. 
Magazines, optical disk ................ 22/Dec. 
MAGIC LC/MS 70/June 


Magnetooptical storage technology . 8/Dec. 
Mail management, LC firmware .. 48/Apr. 
Mailslot 21/Dec. 


mailx encapsulation 
Makefiles 52/June 
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Manufacturing, LC 14/Apr. 
Mapcont 9/Aug. 
Mapping, network request ............ 68/Dec. 
Mastering, CD-ROM. 39/Dec. 
Mechanical design, optical disk 

autochanger 14/Dec. 
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Memory controller chip ................ 15/Feb. 
Memory management, OSI Express 
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Menu handling, mwm 22/June 
Merge bits, CD-ROM 39/Dec. 
Message compilation/ 

decompilation 


Message interface 
Message interface, Encapsulator. 62/June 


Message machine 74/Dec. 
Message matching, HP DIS ........... 67/Oct. 
Message script 74/Dec. 
Message trace 74/Dec. 
Messaging, objects 29/Oct. 
Metafields 78/Dec. 
Metamessages 78/Dec. 
Metering device, LC ..............:0000 20/Apr. 
Mixers, preselected millimeter- 

wave 49/Oct. 
MMS (Manufacturing Message 

Specification) 31/Aug. 
MMS services 33/Aug, 
Model, computer air flow ............. 83/Oct. 
Model, IC package 73/Oct. 
Modulation response, laser ..... 88,90/Feb. 
Module design, LC 
Momentum separator 
Multiple symbol registration ....... 64/Apr. 
Multiple wavelength detector ..... 39/Apr. 
mwm (HP OSF/Motif window 

Manager) 12/June 
Multivariate statistics 78/Oct. 

N 
Native language support .............. 42/June 
Nebulizer 70/June 
Network management .................. 55/Apr. 
Noise, LC detector ..............::cs000008 37/Apr. 
Notification message ............... 39,63/June 

Object hierarchy, HP IVI .............. 11/Oct. 
Object-oriented design ............. 22,29/Oct. 
Object-oriented message machine . 74/Dec. 
Objects 11,29/Oct. 
Objects, HP Encapsulator ............ 62/JJune 
Offset elimination 85/Aug. 
One-line editables 42/June 


Open Software Foundation (OSF). 8/June 
Optical disk drives, qualification . 35/Dec. 


Optical disk library system ............ 6/Dec. 
Optical library, HP-UX 

integration 11/Dec. 
OSF/Motif 6,8/June 
OSI addressing 19/Feb 
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OSI connectionless network 
protocol 
OSI Express card 
OSI Express card driver 
OSI object model 
OSI reference model 
OSI system management model .. 56/Apr. 
Output section, 500-MHz 
pulse generator 
Output section, variable-slope 
pulse generator 
Overshoot adjustment 
OVvRun, OVAdmin, OVDraw 


P 
PAD support software 
Particle beam interface 
Particle traces 
Pattern matching 
PDUs (protocol data units) 
Performance, HP DIS 
Performance, OSI Express card .... 
Photoreceiver 
Picker 
Pits, CD-ROM 
Plunge motion 
Polymorphism 12,30,34/Oct. 
Pop-up menus, check boxes, and 

pushbuttons, OSF/Motif 
Power spectrum measurements, 

laser 
Preamplifier 
Precompression phase 


Presentation layer 
Pressure drop 
Pressure monitoring 


Primitive objects 

Principal component analysis 

Probe cards, wafer test 

Process defects, diagnosis 

Process integration 

Process model, OSI Express card . 

Process specifications 

Profiles, X.3 

Program test, HP Softbench 

Programmable pulse generators .. 

Programming, OSF/Motif 
widgets 

Project management, HP IVI 

Proportional noise 

Protocol interface, HP DIS 

Protocol module interfaces, OSI 
Express card 

Protocol Specification Language .. 

Protocols, X.25 network 

Pulse generators, 500-MHz 

Pump module, LC 


Qualification, optical disk drives . 

Quality engineering, LC 

Quality function deployment 
(QFD) 

Quaternary pump module 


R 

Real-time procedure tracer, OSI 

Express card 
Receiver, lightwave 
Red book standard, 

CD-ROM 
Reed-Solomon product-like 

code 
Region access map 
Register sets 
Reliability, LC 
Reliability model, software 
Remote builds 
Remote execution 
Request message, 


Responder process, FTAM 
Reuse, code 
Reverse optics detector 
Rewritable optical technology 
RIN (relative intensity noise) 
Ripple, flow 
Ripple measurement 
RLC measurement in VLSI 
packages 
Roll-off, flow 
ROSE (Remote Operation Service 
Entity) 


SAP selectors, OSI Express card .. 20/Feb. 
Saturation, servo 18/Dec. 
Scanning absorbance detector 38/Apr. 
Scenario interpreter agent, OSI Express 
card 
Schemes, HP Softbench 
Schottky noise 


Security, network 
Security toolbox, CD-ROM 
Self-homodyne measure- 
ments 
Sense of touch 
Service provider process, 


autochanger 
Session layer 
Shaper 
Shrinkage, cold-drawn CuBe 
Signal-to-noise ratio, LC 

detector 
Simulation, statistical 
Single-frequency laser measure- 

ments 
Slope generator 
Slow slopes 
SoftBench environment 
Software development environ- 

ment 
Software environment tools 
Software integration, 

HP MAP 3.0 
Solvent delivery system 
Specifications, projection 


11,22/Aug. 


Spheres, barium ferrite 52,61/Oct. 

Spike generator a... 70/Aug. 

State machine, HP IVI 

Statement table 

Static analysis, OSI Express card . 51/Feb. 

Static analyzer 

Statistical simulation ; 

Structure definition utility, OSI Express 
card 

Symbolic programming 

Syndrome, CD-ROM 

System interface, OSI Express 
card 


Swapping, optical disk 


T 
Tables, LC firmware 
Task configuration, LC 
Tasks, DTC 
Temperature compensation, 
filter drive 


55/Oct. 
29,50/Aug. 
Testing, CD-ROM drive 
Testing, mwm 
Testing, OSI Express card 
Testing, PAD support 
software 
3D appearance, OSF/Motif 
3D appearance, HP IVI 
Timer management, OSI Express 
card 
Timing generator 
Timing IC 
Timing parameter generation 
Tool communication 
Tool execution 
Tool integration 
Tools, software development 
Tool triggers 
Touchdowns, wafer probe 
TPDU (transport protocol data 
unit) 
Tracing, OSI Express card 
Translate mechanism 
Transport interface compatibility 
layer 
Triggers, event 
Triggers, tool 64/June 
TSDU (transport service data 
unit) 38/Feb. 
Two-sphere barium ferrite filter .. 52/Oct. 


67/Aug. 
38/June 
41/June 
59/June 
48/June 
64/June 
82/June 


36/Feb. 
71/Feb. 
17/Dec. 


69/Apr. 
39/June 


Upper layer architecture, 
HP MAP 3.0 
Upper layer interprocess communication 
(ULIPC) 40,41/Aug. 
Upper layers, OSI Express card ... 28/Feb. 
User interface, Encapsulator 
User interface management 
User process, HP MAP 3.0. 12,27,35/Aug. 
Utility commands, CD-ROM 
drive 


52/Dec. 
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.... 57/Feb. 
.... 81/Feb. 
39,42/Dec. 
39,44/Dec. 
.... 50/Dec. 
9/Feb. 
... 12/Apr. 
.... 46/JJune 
.... 53/June 
42fune ................. 11/Dec. 
HP Softbench ....................... 39,63/June 
28/Aug. 48/Apr. 
44/Apr. 48/Apr. 
39/Apr. 64/Dec. 
... 8/Dec. 
. 90/Feb. 
26/Apr. 
34/Apr. 
. 73/Oct. 
28/Apr. 
Ss 
Sampling unit, LC ....................... 19/Apr. 
Preselected mixers 49/Oct. 
Primary channel 33/Apr. 
62/June Security, CD-ROM 49/Dec. 
77/June 49/Dec. 
80/Oct. 
65/June 94,93/Feb. 
24/Feb. 26/DeC. 
65/June 
67/Dec. HP MAP 3.0 12,28,35/Aug. 
54JJune Servo design, optical disk 
64/Aug. ... 24/Dec. 
29/Feb. 
26/June .. 82/Aug. 
7/Oct. ... 88/Dec. 
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62/Oct. .. 37/Apr. U a 
78/Oct. Uniaxial anisotropy ...................... 59/Oct. 
20/Feb. 
63/Oct. .... 92/Feb. 
65/Dec. ... 85/Aug. 
64/Aug. ... 85/Aug. 
24/Apr. ... 36/June 
Q 36/June 
35/Dec. 48/June 
11/Apr. 
... 54/Aug. 
.. 9/Oct. ... 24/Apr. 
32/Apr. .... 80/Oct. 


Valve, active LC inlet .................. 27/Apr. Wafer test probe ...............seceeeee 77/June X.25 37/Feb. 
Variable-gain output amplifier ....91/Aug. Wait time 11/Dec. X.25 PAD support ...........ceeeeeeee 63/Dec. | 
Variable-slope pulse generator .... 64/Aug. Widget program ..............sssssesee 30June X.500 17/Aug. 
Variable stroke volume ........... 26,29/Apr. Widgets 26,27/June § X Window System .............:0 6,26/June 
Variable wavelength detector ...... 38/Apr. Widgets and windows ................. 16/June 
Vertical carriage 15/Dec. Widgets, HP IVI 22,39/Oct. Y 
Virtual file store (VFS) ................ 24/Aug. Windowing, HP IVI .................. 21,24/Oct. Yellow book standard, 
VLSI package RLC measurements . 73/Oct. Windows, HP OpenView ............. 60/Apr. CD-ROM 39,42/Dec. 
vnode 55/Dec. 
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HP 1050 Series liquid chromatography modules ................. Apr. HP Device Interface System Oct. 
HP 2345A data communications and terminal controller ... Dec. HP Encapsulator tool integration facility June 
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